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Chapter 1 by Popwire 

There once was a boy named Will. 
One day, he had eaten a pill. 

He farted, and tooted, 

and the air was polluted. 
Everyone stayed away from Will. 


Chapter 2 by Will Treaty (F 


There once was a girl called Fiona. 
Who was ugly and frankly, a moaner 
She bitched and she whinged 

She was so unhinged 

Because she was drunk on Corona. 
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